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इस भाग में भिन्न पृष्ठ संख्या पी आती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate paging is given to this part in order that it may be Aled 

as a separate compilation . 
E M S - - - - - - - 

MINISTRY OF LAW 
( Legislative Department ) 

NOTIFICATION 

New Delhi, the 6th November 1965 
G .S .R . 1637.- The following Order made by the President is published for 
general information : 

C . O . 78 
THE CONSTITUTION ( DISTRIBUTION OF REVENUES ) ORDER , 1965 

In exercise of the powers conferred by articles 270 and 275 of the Constitution 
and of all other powers enabling him in that behalf, the President, after hiving 
considered the recommendations of the Finance Commission , hereby makes the 
following Order , namely : 

1. This Order may be called the Constitution ( Distribution of Revenues ) Order , 
1986 . 

2 . The General Clauses Act, 1897 ( 10 of 1897 ) applies for the interpretation of 
this Order as it applies for the interpretation of a Central Act. 

3 . ( 1 ) For the purposes of clause ( 2 ) of article 270 , two - and - a -half per cent. 
of so much of the net proceeds of taxes on income as does not represent the net 
proceeds of taxes payable in respect of Union emoluments shall represent the 
proceeds attributable to Union territories for each financial year commencing on 
and after the first day of April, 1966 . 
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( 2 ) The percentage of the net proceeds of the taxes on income, except in so 
far as those proceeds represent proceeds attributable to Union territorics or to 
taxes payable in respect of Union emoluments , which is to be assigned to the 
States under the said clause in each of the financial years commencing on and 
after the first day of April, 1966 , shall be seventy - five per cent.; and the total 
amount to be so assigned shall be distributed among the States as follows : 


State 


Percentage 


. 


. 


. 


. 


7 : 37 
2 . 44 
9 :04 
5 .29 
073 


. 


. 


. 


. 


3 . 59 


. 


. 


. 


. 


. 


Andhra Pradesh . 
Assam 
Biliar 
Gujarat 
Jammu & Kashmir 
Kerala , , 
Madhya Pradesh 
Madras 
Maharashtra , 
Mysore 
Nagaland 
Orissa 
Punjab 
Rajasthan 
Uttar Pradesh 
West Bengal 


. 


. 


6 47 

8. 34 
14 28 

5 : 14 
0 .07 
3 .40 


. 


. 


. 


. 


. 


. 


. 


. 


4 . 36 


. 


. 


. 


. 


3 . 97 
14 60 
10 : 91 


. 


. 


4 . ( 1 ) In accordance with the provisions of clause ( 1 ) of article 275 , there . 
shall be charged on the Consolidated Fund of India in each of the financial years 
commencing on and after the first day of April, 1966 , as grants - in - aid of the re 
venues of each of the States specified below , the sum specified against it : - - 


State 


(Rupees in lakhs) 


1, 331 
1 ,652 

657 
2 ,082 


270 


Andhra Pradesh . 
Assam . . 
Jammu and Kashmir 
Kerala . . . 
Madhya Pradesh 
Madras 
Myaora 
Nagaland . . 
Orjasa 
Rajasthan , 
Uttar Pradesh 


. 


. 


. 


. 


. 


. 


. 


684 
2 , 082 

707 
2 , 918 
673 
985 


( 2 ) Any sum or gums payable under this paragraph shall be in addition to 
any sum or sums payable to the States under each of the provisos to clause ( 1 ) of 
article 275 . 

5 . The Constitution ( Distribution of Revenues ) Order , 1962 , shall, as from the 
Arst day of April, 1966 , stand repealed . 

8 . RADHAKRISHNAN , 

President. 
(No. F . 19 (5 ) /65 - LI. ] 
R . C . S . ŞARKAR , Sęcy . 
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